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PHOTOGRAPHIC APPARATUS 
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Mesers, HORNE, THORNTHWAITE, and Woop beg to state that the articles enume- 
tated in the following List are manufactured by their own workmen on the pre- 
mises, and consequently under their own immediate superintendence, and will 
be found of the best construction, and at prices extremely moderate for first-class 
instruments; they have also much pleasure in informing their friends and the 
public that they have had awarded to them the Great Exhibition 


PRIZE MEDAL 


for excellence of manufacture of PHOTOGRAPHIC APPARATUS. 


Every Explanation and Instruction, both as to the Theory and Manipulation of the 


various Photographic Processes, willbe given gratuitously to Purchasers of Appa-.- 


ratus and others desiring information, either by letter or personally, at their 
establishment, No. 121, Newgate-street, where they have erected a glass room: 
expressly for Photographic Experiments. 


WHOLESALE AND RETAIL, 


Orders from Abroad, which should be accompanied by an Order for P . 
London, executed with care and aeaaryt ayment in 





LONDON : 


HORNE, THORNTHWAITE, AND Woop; 
121 and 123, NEWGATE-STREET, 


1852. 
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SETS OF PHOTOGRAPHIC ‘APPARATUS. 
























No. 1.—Complete Set of Apparatus for the Calotype Process, for 
taking pictures or views, on paper 5 inches square, including 

a sliding camera, mounted, with meniscus lens and slidingadjust- 
ment (Fig. 1), focusing glass, and single frame for the sensitive 
paper ; shallow porcelain dish for preparing the sensitive paper, 

and fixing the picture; two camel’s-hair brushes ; one quire pho- 
tographic paper; one quire blotting paper; pressure frame for 
producing positive. pictures; oil lamp, with yellow glass shade; 
scales, with-a set of weights ; glass measure, stirring rod, stop- 
pered bottles, and a supply of all the necessary chemicals: the 
whole packed in a coloured deal case, with lock, key, and handles, 

£3. 13s. 6d. and £4. 10s, 
No, 2.--For obtaining Calotype Views, 7 inches by 6 inches, consisting 
of a portable folding camera (Fig, 6), mounted with achromatic 
lers, in brass front, focusing glass, double frame for holding 
‘two pieces of prepared paper, a Buckle’s brush, one quire 

of photographic paper, one quire bibulous paper, oil lamp 
and shade, scales and weights, two glass measures, glass rod, 
glass funnel, reversing frame for positive pictures, porcelain dish 

for preparing and fixing the picture, and a full supply of chemi- 
cals in stoppered. glass. bottles: the whole packed in a coloured 
deal'case adapted for travelling, £7. 17s. 6d. and £10. 10s. 
No. 8.—The foregoing Apparatus adapted for both Glass and Paper 
Processes, with an. extra back fitted to camera for glass plates, 
box to hold 1 dozen glass plates, levelling stand with adjusting 
screws, gutta percha dipping-trough, and glass holder, extra 
porcelain dish, portable tripod stand for eamera, and all the ne- 
cessaty chemicals for both the glass and paper processes, i- 
cluding prepared collodion, pyro-gallic acid, &c. &e., £10. 10s. 
and £13. 13s. 
No. 4.—The above Apparatus of the best construction, complete for 
taking both views'and’ portraits on glass and paper, with an im- 
proved double achromatic lens, forming a short focus lens for 
portraits, and a long focus for views, adjusting front to camera 
for altering the relative amount of foreground and sky: the 
whole packed in two cases; one of leather in the form of a knap- 
sack to hold the folding camera, double back, and lens (Fig. 7), 
the other of coloured deal, containing, the remainder of the ap- 
paratus, chemicals, &c., £21, 


PHOTOGRAPHIC APPARATUS. 3 


No, 5,—A. Portable Apparatus complete, of the best description and 
manufacture, for taking calotype views, 9 inches by 7 inches, with 
best. single achromatic lens, all the necessary chemicals and ma- 
terials: the whole packed in two cases for. travelling; one in 
leather, containing the camera, lens, and baeks for holding the 
prepared paper represented in Fig. 7, and the other of coloured 
deal, for holding the remainder of the apparatus and chemicals, 
£17. 17s. | 

No. 6.—Ditto ditto, adapted for taking both views and portraits on 
glass and paper, from 9 inches by 7 inches and downwards, with 
best compound achromatic lens, portable folding camera stand, 
and a full supply of all the necessary chemicals and materials: 
packed in two cases, one leather and the other wood, as before 
described, £25 and £32. 


N.B. The assortments Nos. 4, 5, and 6, can be confidently recom- 
mended to tourists and others, especially for use abroad, the whole 
being constructed to resist the effect of climate, and in the most com- 
plete and portable manner. They contain not only the necessary 
apparatus and chemicals for conducting the various processes, but 
ilso others which conduce much to the facility of manipulation. 


SETS OF DAGUERREOTYPE APPARATUS. 


The silvered plates on which the pictures are obtained are not in- 


cluded in the following prices. The quantity of each size required 
must be ordered separately. 


No, 7,—Complete Set of Daguerreotype Apparatus, for obtaining 
Pictures on plates up to 47 inches by 8] inches, including a 
sliding camera (Fig. 5), with single achromatic lens mounted in 
brass; rack and pinion adjustment; three dark frames; focusing 
glass in frame; iodine and bromine pans, with glass covers and 
frames ; three plate boxes; plate holder; two polishing buffs : 
mercury box with thermometer; washing tray, and stand of best 
Porcelain; spirit lamp; pliers; gilding stand on foot, with ad- 
justing screws; glass funnel and filtering paper, with the neces. 
sary chemicals and polishing substances: the whole packed in 
two neat coloured cases, with lock, key, and handles, £6. 6s, ; of 


best construction, £10, 10s. ; if with improved bromine apparatus 
and double achromatic lens, £15. 1és. 
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8,—Set of Daguerreotype Apparatus, for obtaining portraits, &c., 
on plates up to 63 inches by 43 inches, with best double achro- 
matic lens of short focus; adjusting camera and dark frames; 
improved bromine and iodine apparatus ; set of polishing buffs ; 
plate boxes; polishing blocks; camera stand; head rest; mer- 
cury box; washing tray; gilding stand; spirit lamp; pliers; 
boxes of polishing materials ; glass funnel, filtering paper, and 
all the necessary chemicals and polishing materials: the whole 
packed in two coloured cases, with lock, key, and handles, £2. 
9.--Ditto ditto, for taking daguerreotype pictures, up to 83 
inches by 64 inches, complete with all the best apparatus, and 
a full supply of chemicals : packed in two cases, £42. 
10.—Estimate for a complete Daguerreotype Apparatus, 
for the professional photographist, consisting of a large-sized 
camera and compound lens for large views, portraits, and groups; 
eapertureand short focus; combination 
of lenses for taking portraits up to 4 inches by 3 inches ia dull 
weather; polishing lath, with series of circular buffs; three hand 
buffs; set of metal plate holders and supports; heating stand ; 
large bromine and iodine apparatus and set of frames; set of 
plate boxes to hold two dozen each; table stand for camera on 
rollers; adjusting chair, with head rest ; adjusting head rest, with 
heavy iron foot for full length portraits, &c.; large mercury box 
for the different sized plates; lantern, with yellow glass shade; 
metal still and worm tub for obtaining distilled water; a large 
and small gilding stand; stoneware barrel and cock for holding 
distilled water; porcelain dishes ; filtering stand; funnels and 
filtering paper; spirit lamps; set of daguerreotype colours and 
brushes, and flexible indiarubber bottle; glass measures; two 
painted back grounds, &c., &c., with a full supply of all the neces- 
sary chemicals, polishing materials, &c., complete, £110. 


suitable 


-11.—Sets of Apparatus complete for general photographic experi- 


ments, including all the instruments, apparatus, and chemicals 
necessary to produce pictures by the best processes, on papéT, 
glass, and metal plates: the whole packed in two neat cases, 
for pictures, 6 inches by 6 inches, 7 in. by 6 in., and 9 in. by 
7 in., £25, £30, and £60. 
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PHOTOGRAPHIC CAMERAS. 





Fig. 1. 


Fig. 1.—Camera of ordinary construction shown in section at Fig. 1 
with a sliding brass front, and meniscus lens (A)—for pictures 
5 in. square sie UM ame Rea i ST U8 

Ditto for pictures about 9 in. by 7 in. és ee He 210 0 


Wdllllae WY 
= ‘ \) i 


Hy ‘\ 





Fig. 2. 


Fig. 2.—Cundell’s Camera, with meniscus lens, for obtaining pictures 
on paper, 7 in. by 6 in, as described by him in the ‘* Philosophical 
Magazine” Hotdahy sone) pew See Od. amd £4. 4.0 





' Fig. 3. 


Fig. 3.—Camera with Achromatic Lens, mounted in brass, and rack- 
work adjustment, fitted for either glass, plates, or paper..£2 2 0 
and3 3 9 
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Fig. 4. 


Fig. 4.—Camera adapted for the daguerreotype and glass processes, 
fitted with a best Compound Achromatic Lens for pictures, 3} in. 


by 23 in. Ais Li £4. 4s. Od. £5. 5s. Od. and £6 6 0 
Ditto ditto for pictures, 4 in. by 3 in, down- 

wards He ‘ ; ss £5. 15s, 6d. and 7 7 0 
Ditto - ditto ne ibnirad 5 in, by 4 in. down- 

wards ay ms 4 £8. 8s. Od. and 10 10 0 
Ditto ditto ee pictures, 63 in, by 42 in. down- 


_wards.. oe: oe bs .. £10. 10s, 0d. and 1212 0 





Fig. 6. 

Fig. 5.—Improved expanding Camera, adapted for taking both views 
and portraits, with long or short focus lens, fitted complete with 
ground focusing glass, and dark frames adapted for the daguerreotype, 
calotype, and glass processes, and best Compound Achromatic Lens, 
arranged for taking portraits up to the size of 4 in, by 3 in. and 


views, Gin. by Sin. .. o- Be ene £616 6 


Ditto ditto arranged for points aah to the size 

of 63 in. by 43 in., and views 7in. by 6in. .. ee 12 0 0 
Ditto ditto arranged for portraits up to the size 

of 84 in. by 6} in., and views 9 in, by 7in. .. “4 20 0 0 

If the foregoing cameras are fitted with Horne and Co,’s improved 
adjusting backs, for bringing objects that are at different distances to 
a focus, and representing them in correct perspective, the price will 
be £1 extra. 
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Fig. 6, Fig. 7. 


Fig.6.—Horne and Co.’s Improved Folding Portable Cameras, for 


tourists, travellers, and others, requiring a most effective instru- 
ment for taking views, portraits, &c., combined with the smallest 
possible bulk and weight, This form of camera is adapted for 
either paper or glass processes, and is furnished with a best 
double combination of achromatic lenses for views and portraits, 
with adjustment for regulating the proportion of foreground and 
sky, Horne and Co.’s double back for holding two sheets of 
prepared paper, in the space usually required for one, frame for 
holding the prepared glass plates, and finely poe focusing 
glass :— 


For views 6 in. by 5in., and portraits up Sie win 3 £8 18 6 
Pattee ditto, Diss ar = 55 21S. 0 
Ditto, 2 OMe Bee ditto, ( t@ sprag Dien 14 14 0 
RG RE GR aie ditto, hry so Ge 22 0.0 


For views on paper only, with a single meniscus 
-achromatic. lens, mounted in brass front, for pic- 


tures 6in. by Sin. =. ns 2 we os, 2€ 4 0 
Ditto, 7 3 $9 6 rT) ee ee oe ee ee 5 5 0 
Ditto, for pictures 9 in. by 7 in, on = oe.Gl sk 


0. 
Larger sizes to order. | 


. 7.—Leather Cases in the form of knapsacks,.for holding, the 


camera, lens, &¢., as represented at Fig. 7, from £1. 10s,.to £3. 
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TRAVERSING CAMERA. 





For panoramic.views, about 3 in. by 10 in. a £10 10 0 
| . This instrument is so constructed that a view of considerable 
Hane extent can be taken by a lens of moderate diameter and focal 
Ai i length. The plate upon which the view is to be taken is fixed 

, i on a curved board at the back of the camera, and the lens has a 
i horizontal movement by rack-work, so that the whole length of 
the plate can be consecutively brought under its influence, 
waiting a longer or shorter period at each point where the object 
may be less or more illuminated. 


CAMERA STANDS. 





Fig. 8. Fig. 9. Fig. 10... Fig. 11. 


a Fig. 8.—Tripod Staff, folding into a round stick, with 
| brass mountings, ball and socket joint, clamp screws, 


and plate for camera, suitable for cameras of small 
£1. 5s. to £2 10 


Oo 


bit size .o oe ee 
Bis ‘Fig. 9 ‘mmol Apo Stand avid ateusting table attop 1 1 0 
yh Ditto ditto’ without adjustingtable .. 0 16 0 
Be! ‘Fig. 10.—Portable Folding Tripod Stand, with ball and 
ney socket joint and table for camera oe ee 
i Fig. 11.—Double Tripod Stand. This form of stkad will 
Hie be found very convenient for use, and, from its con- 
ts struction, remarkably firm and portable, and suitable 
at for any sized camera ..  €1. 6s. £1.10s.,and 1 15 0 
fi Ditto ditto, shutting into three round sticks 2 2 0 
my Ditto ditto, | with jointed legs, capable of 


aL being packed in an ordinary portmanteau Sa 2° 8 0 


- ieee a 
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COMPOUND ACHROMATIC LENSES. 





Fig. 12. 
Horne and Co.’s Improved Compound Achromatic Lenses, mounted 
in brass fronts, with a delicate rack work adjustment, and brass ring 
for adaptation to the camera, and capable of being adapted for 
views as well as portraits. Shown in section at Fig. 12: 
No. 1. For Pictures, 82 in. by 6S in. «. 0 es £15 15 
No. 2. Ditto ditto, 84 ,, by 64 ,, of small aperture 12 12 
No. 3. Ditto ditto, 64,, by4$ » © -- + 3 8 8 
No. 4. Ditto ditto, 5 ,, by4 15 sé nS Ke 6 16 
No. 5. Ditto ditto, 4 ,, by3 » ze aie saa 4 14 
No. 6. Ditto ditto, 34 ,, by 23 » a a ae 3 13 


0Aa7MWMaoese 


Messrs. H., T., and W. have much pleasure in recommending the 
above combinations, as producing a remarkably sharp and. brillian 
picture, very free from aberration, and in the shortest space of time. 


Single Achromatic Lenses, unmounted, from 6s. to £5. 5s. 





Fig. 13. Fig. 14. 


Parallel Mirrors, mounted in brass frame, to attach to the 

front of the camera, for taking pictures in a correct 

position for } plate lenses. (Fig.18.) .. ne eb. sets lOs 9 
Witte & plate ditto, © .cy ae ep HW ree 12 6 
Prisms for ditto ditto, of various sizes (Fig. 14) from... +». 94.450 

Plano-convex, Crossed, Meniscus, and every other description of 

Lens required in Photographic Experiments. 
B 5 


10 





Fig, 16. 


Simplest form for attaching to the back of a 
(Fig. 15.) 


chair, 
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HEAD RESTS. 





Fig. 16. 


ee 





Fig. 17. 


Improved Universal Rest, for ditto. (Fig.16.) 1 1 0 
Universal Rest, mounted on heavy foot, with 
sliding adjusting tube for steadying the 
head, when the person is either standing 
or sitting, without the aid of a chair. (Fig. 17.) 


Size. 
23 in. by 2 in. 
22 in. by 3: in. 
4 in. by 3 in. 
47 in. by 3} in. 
5 in. by 4 in, 
63 in, by 43 in. 
83 in, by 62 in. 


23 in, by 2 in. 

2 in. by 37 in. 
4 in. by3 in. 
44 in. by 3} in. 
5 in. by 4 in. 
63 in, by 42 in, 
8% in. by 63 in. 


DAGUERREOTYPE PLATES. 


ENGLISH MANUFACTURE. 


« £0 0 


FRENCH MANUFACTURE, 


Third quality. 


oo cooo coo 


No. 40. 


20" 8 


0 11 
0 16 
017 
1 6 
1 16 
3 8 


0 
0 
6 
0 
0 
0 
0 


Second quality. 


oni Ado 
1 0 0 
Se ee 
0 0 0 
0 0 0 
Aap, | eas | Bae 
a Ue 
No. 30. 
nde 5 Pa Male 
a Ue Me 
co ee 49° ®@ 
1 0 0 
elvan Geile ibd 
6. OED 
ce (S-OEO 


Best. 


£0 12 


0 per doz. 


°Oo98 S983 6a SO 





.. £0°8 0 and £0°'7' 6 
110 0 


310 @ 
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GLASS PLATES, 


Of the best patent plate with ground edges, 
2§ in. by 3} in,, 1s, 6d, per doz. ; 4 in. by 3 in., 2s, per doz. ; Sir, by 
4 in., 2s. 6d. per doz., and larger sizes in proportion. 


PLATE ‘BOXES. 






nee | Ca . 
Plate Boxes, in mahogany or walnut wood, each to contain 12 


silvered or six glass plates of the following sizes :—_ 
2} in. by 2 in. 


: Pate 8 SR 
3h in. by 22 im. BM -24AR SMIMOAR GMs OuImiaos. 4 6 
4 in. by 3 in. ee 3 oo: DoctreMe 
47 in. by 3} in., lie ina: ee we 2, 0. dE 
6 in. by 5 in, maski Bee es ae eae 
8% in. by 63 in. oe ee a a ao OS aieg 
Japanned Metal Plate Benen ae from 2s, 8d.to. 0 4 0 
POLISHING APPARATUS, &C. 

Lathe, complete with collar, mandrill, iron wheel and | 

treddle, wood frame and bed, mounted with two circular 

velvet buffs, 9 in. diameter, and two Fath or gut for 

sixth or quarter plates, from £5 60. 


Metal Frames for holding plates whilst pulentag’ in n the lathe: | 
For sixth size plates ., ee oe 0 5 0 


For larger size plates .. oe fom 6s, Od. to’ 09 0 
Polishing Block, for holding the 

plates when en 88 hand. 

(Fig. 19.) Thee joo). 12ib 6 





Ditto, French pattern, from ., 
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Plate Holder or Clamp, for holding the plates during 
the cleaning and buffing. This instrument is con- 
structed of iron, and will be found of ii convenience, 
especially for French plates : 





Clamp .. oe oo we ee net ve o- £0 
Iron Blocks : 
For plates 22in. by 8h in. ., ee ee eee 
For plates 4 in. by3 in. .. oe oe Soe...) 
For plates'63 in. by 42 in. .. ee ee pee 
Fig. 20. 
Buffs to walk with the hand, covered with velvet or 
washed leather. (Fig. Aids 
Small size die . és es ee bf eR 
Full size oe ee oe oe ees. 
Set of six buffs in case for puiliehiiniy .- £1.10 0 and 2 


1ODIZING AND BROMINE PANS AND BOXES. 





Fig. 21. 


eto 


Fig. 23. | ~ Fig. 22, 
Pans of hard glazed porcelain, for containing iodine or 
accelerating mixtures, with ground plate glass cover, for 
_ any size plates up to4in. by 3in. (Fig, 21.) .. a 
Ditto, ditto, in mahogany or walnut cases, with three frames 
for holding the various sized plates re ae 
Ditto, ditto, with levelling screws, &c. (Fig. 22. be ee 
Shallow glass pans, or trays, in white or dark coloured 
glass of various sizes, for the bromine solutions or chlo- 
ride of iodine, from .. oh a “+ ee 
Mahogany or walnut wood frames, for holding plabes over 
Gitte, MPOMs, ie es 8s 
Graduated glass syringes, for’ ites the tnbeaing ( Fig. 23), 
from .. ee oe oe se oe oe ee 


bo 


o> 
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Iodizing or bromine troughs, with set of frames, consisting 
of deep glass pan, enclosed in mahogany case, air tight 
glass cover, mirror, &c., for plates 4 in. by 3 in. down- 
wards .. “s ye wi a .- £1, 48,and 

Ditto for plates 6in. by 5 in. downwards, ea. £1. 10s, and 

Ditto ditto, 8}in. by 63in, ditto ea, £3.10s. and 

Ditto ditto, French pattern, without mirrors, from 


18 





Consisting of two stout glass pans, enclosed in mahogany 
or walnut wood case, with spring bottoms and air-tight 
glasscovers. Two mirrors are placed on one side, for view- 
ing the plate while being prepared, and on the other two 
apertures for the admission of light. The great advan~ 
tage of this form of apparatus for preparing plates con- 
sists in the facility and certainty with which the sensi- 
tive coatings are applied:— 


No. 1.—For plates from 83 in. by 6in. downwards... 


No, 2.—For plates from 6in. by 5in, downwards, £3. 10s. to . 


No. 3.—For plates from 4 in. by 3 in. downwards “s 





Mercury Boxes for small size Cameras, with iron or porce- 
lain cistern, shifting legs, frame for plates, &c, 15s, and 
Ditto ditto, best construction, with cast iron cistern, 
sliding front and legs, glass window for viewing the de- 
velopment of the picture, and three frames for plates 
£1. 4s., £1, 10s., and 


ar FC 
4 4 0 
210 0 
£1. 1 0 
22 0 
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Improved mercury box, with sliding metal frame and rod, 


with one set of frames ba ‘is nF ae ai 
Ditto, with two ditto ., or ik 7 en My 
Ditto, with three ditto aa i clare 


Mercurial thermometers for mercury Llis A éo 


MISCELLANEOUS APPARATUS. 


Earthenware washing tray and stand me ors oe 
Ditto, small size by je big sie gid 
_ Washing trays in copper and ase from .. if oe 
Glass spiritlamps  .. os co 280,.98,, 48., and 
Ditto graduated measures .. 1s. 6d,, 2s., 2s. 6d., and 
Ditto mortars and pestles, from  .. we ve i 
Ditto stirring rods... ae en bis oe ss 
Ditto funnels .. ie ve os be oe oy 
Brass spirit lamps, from ak oe es 
One quart filterer, with brass cock complete ys ne 
Half gallon stene barrel with brass cock .. ae ns 
Instrument to count seconds, with alarum als ‘i 
Ditto ditto, without alaruam .. ih oe ee a 


£2 


Co Y & 
“SI EP & pb 


th 
So 

— 
OOP TW OSC WY w MN DO K 


th 
maeoooocececooceo 





Fig. 26. 


Still, with refrigerator for the distillation of water, with the 
common fire : . 
_ One-gallon size, .. tin £1. 1s. Cd. copper 
_ Two-gallon size .. ditto £1. 7s. 6d. ditto 
Steel pliars for holding plates oyer spirit lamp, and drying off 
Lanterns with yellow glass shade, from .. A 
Electro-silvering Apparatus, with Smee’s battery abd 
glass cells for plates, from ., fi ca 18s, to 


e@ooce 


WWD OAHRWAYHD 


wPOoseseas 


coc Qo 
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Levelling stand for preparing glass 
plates, and setting daguerreotype 
plates with solution of gold, and three 
levelling screws, (Fig. 27.) 8s. 6d. and 





Ditto ditto without levelling screws °° oe 
Gutta percha dipping troughs, for preparing glass plates, 
&e., 2s., 28. 6d., 8s., and upwards. 
Glass dippers, to use with the above, 1s. each. 






AY ae 
COL” 


Fig. 28. 


Flat shallow porcelain pans for washing and preparing calotype 


paper, &c. ; 


7in, by 6 in, insidemeasurement —.. oe ms 
Jin. by 8in, ditto ditto .- i ai 
Win. by Yin. ditto ditto ie .* ne 
12in. by 10 in. ditto —_ ditto °° is ay 


Gutta percha dishes for ditto, set of three 
Seales and weights, common ee 


Ditto | ditto, best make, with glasspans 14s: to 





Fig 29. 


Pressure frames and glass for obtaining positive photo- 
gtaphs, and for ordinary photogenic purposes. (Fig. 29.) 
5s. 6d. to 

Ditto of best construction, for viewing the development 
of the picture without disturbing the paper, from .. 

Ditto ditto, expressly adapted for taking positive pic- 
tures from glass : Ree aia ae ae = 

Ditto ditto ditto both glass and paper 
negatives, from : ‘ 


e 
oe oe ee ee a 


3S. 6d, to 


eo ooseso & 
pet ° 
oMmwo FN WN 
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PHOTOGRAPHIC PAPER. 


Turner’s paper, expressly manufactured for photographic purposes : 


For positive pictures, per quire oe oe ee 
Negative ditto ditto Tie ES 
‘Whatman’s paper, positive ditto , 
Ditto ditto negative ditto vs ee .e 
Canson Frere’s positive ditto bs <i ve 
Ditto negative ditto we 
White wove filtering or bibulous paper, heared with 
great care, and perfectly free from iron and other ordi- 


nary impurities, per quire ee oe os oe 


DAGUERREOTYPE COLOURS, ETC. 


No. 1. Box containing 15 colours, of the finest quality, 
in small bottles, with directions for use, and assortment 
of brushes, silver and gold shell, and elastic bottle .. 

No. 2. Box containing 12 best colours, with gold and 
silver shells, and an assortment of brushes ‘ag we 

Redman’s improved daguerreotype colours and box, com- 
plete .. o ee a's 


Mansion’s ditto ditto £1. 11s. 6d. and 


Separate colours, 2s., 2s. 6d., and 3s. per bottle. 


Camel’s hair brushes, per set of four Se de oi 
Ditto per dozen .. de a es 

Sable brushes, per set of four ox a os ee 
Ditto, per dozen ‘? , oe se 
Elastic bottle for drying or MEE I dust “es the plates: 
Smallsize .. oe os os ee ée ae 
Large size .. e i .s — oe os 


CLAUDET’S PHOTOGRAPHOMETER. 


An instrument for measuring the intensity of the chemical 
action of the rays of light on all the photographic pre- 
parations, and for comparing with each other the sensi- 
tiveness of these preparations. See ‘* London, Edinburgh, 
and Dublin Philosophical Magazine and Journal of 
Science” for November, 1848 e. of whe 

Claudet’s focimeter, for ascertaining the differeaod' existing 
between the optical and chemical foci of lenses.. - 


£0 
0 


ooo oO 


£2 


bh 


oo co Oo 


£4 


Ory, ® & & 


oo = © 


CA aro O.. 


Oo °Oo O&O & 











PHOTOGRAPHIC APPARATUS, 


MOROCCO CASES AND FRAMES. 
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Fig, 30. Fig. 31. Fig. 32. 


Morocco leather cases, lined with velvet, and fitted with gilt mats 


and glasses, for finished pictures. (Fig. 30.) 


Second 

Best. Quality. 

No. 1, for plates 2h in, by 2 in. .. per doz. £015 0 £012 0 
No, 2... 4; % Ghit, be oe Bi. ‘, Les 6 1 we 
No.3. __,, Se OF 228 = Ke } i606. tis 
No. 4, fe 1 in, by 3hin. .. ts yey a! Sie a A 


Morocco frames, ah suspension ivi mats, and glasses 
for plates. (Fig. 31.) 
No. 1 size, 23.in. by 2 in. 


No. 2 size, 31 in. by 2% in. a ee ee ” 
No. 3 size, 4 in. by 3 in. “s Fee as ” 
No. 4 size, 47 in, by 3+ in, eo se ee 99 


Gilt metal mats, either square, oval, or domeform, of best 
quality :— 


No. 1 size, 2h in. by 2 in., outside measure .. perdoz, £0 2 
No. 2 size, 8 in. by 23 in. ” ma et 0 2 
No. 3 size,4 in. by 3 in. 29 a 93 0 5 
No. 4 size, 43 in. by 3} in, 9 ee ” 0 4 
PASSE=PARTOUT. — 
White or black ground, with gilt border. (Fig. 32.) 
Per doz. Second Quality. Best. 
No. 1 size, 2} in. by2 in... £0 6 0 .. £0 7 6 .. £010 
No. 2 size, 28 in. by 34 in... 9 7 0 .. .010 6 0 14 
No. 3 size, 4d in. by 3hin... 0 7 6 ...011 6 .. 0 16 


s aa -. perdoz £0 9 


0 15 
0 18 
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18 CATALOGUE OF 


PURE CHEMICALS AND PREPARATIONS 


FOR 


PHOTOGRAPHIC PURPOSES. 


DAGUERREOTYPE. 
Bromine ., he ‘s .- loz. in stoppered bottle £0 
9? solution ee ee ' ee ° é per OZ. 
“9 chloride prepared for use .. sob RK 
Bromide of lime re eo. per bottle, 3s. 6d. and 


mm of iodine ra Hi. ua per oz. 
Chloro-bromide of lime.. ie bottle, 3s. 6d. and 
Charcoal, finely prepared for finishing plates _ per packet 


Cotton, wool, best Mg ale per 0z., 3d.; per lb. 
Gold, chloride .. .. hie in bottle, 1 drachm 
Ditto hs is A Me ine ci 
Ditto pa ‘i “ig ~ F 1 oy 
Ditto i : oe aah ‘s 2 a 
Gold, salt of (sel Sop. ws és -. per bottle 
Iodine, pure re-sublimed ie dae ‘es per oz. 
» commercial LE ais os om ss 
»» tincture .. =H eh: ws oH rf 
» Chloride .. ; re ge po 


Lampblack prépared for buffing be -. per packet 
Mercury, pure distilled... ‘ic per oz., 4d.; per lb. 
Naphtha, for burning in spirit-lamp per pint, Is. 6d. and 
Rottenstone, finely prepared .. =a oe per oz. 


Rouge, finely prepared,. Se ; os ” 
Redman’s solution of gold for Sxing : ws -» per bottle 
a sensitive solution .. oe ” 
Silver solution (argento cyanide of eT for electro- 

plating worn out daguerreotype plates .. per oz. 
Soda, hyposulphite, pure aa per lb., 3s. Fe 
Tripoli, fine quality ., A di ” ” 


Water, distilled .. be a ig iv: per gal. 


0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
1 
0 
0 
0 
0 
0 
0 
0 
0 
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PHOTOGRAPHIC APPARATUS. 


CALOTYPE AND PHOTOCENIC. 


Acid acetic, glacial or crystallisable, pure .. 


9 gallic -e 
»» succenic .. 
Ammonia, pure 


9 
Barium, chloride +8 .- 
Iron, protosulphate, pure 

»» per nitrate solution 
ammonia-citrate 

», iodide 
Potassium, bromide 
cyanide a 
iodide dia sie 
ferocyanide i. 
mf; fluoride 


Silver nitrate, crystallised 
ammoniacal nitrate 


iodide 


oe 
oe 
9? ee 
ee 


ae ae 


” 


> ee ae 
39 
x,  aceto nitrate oe 
Soda hyposulphite © i's 
» Muriate, pure .- sue 
Sodium fiuoride nin 34 
Sugar of milk .. 


White wax es 


Sad 


GLASS 

Acid pyrogallic Hp ry 
5, sulphuric Noe “i 
Acetic acid, glacial .. Je 
Arsenious acid 4% wy 
Collodion te 3 ‘3 


* prepared .- 
Ether, sulphuric wt ae 
Potass nitrate, powdered 
Silver nitrate, crystallised .. 

» iodide 
Soda, hyposulphite 


ee »* se 


muriate, free ean iron .. 


double iodide, for preparing ‘pdined neuer 


per oz. £0 


per lb, 35. 


PROCESSES. 


per drachm £0 
.» per lb. 
per 0Z. 


per lb. 3s. 6d. 


9? 


The foregoing prices are subject to variation. 
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CHEMICAL AMUSEMENT & INSTRUCTION CHESTS 


SOLD WHOLESALE AND RETAIL BY 


HORNE, THORNTHWAITE, AND WOOD, 
CHEMICAL AND PHILOSOPHICAL INSTRUMENT MAKERS, 
121 & 123, NEWGATE STREET, LONDON. 


YOUTHS’ CHEMICAL CABINETS. 


No. 1.—Containing upwards of 62 Chemical Preparations, 
Tests, and Useful Apparatus, without any acids or 
other deleterious and dangerous articles, in cardboard 
box a .4 s6 i i mide 2 ee ig 
No. 2.—Ditto, ditto, in cedar box .. E 
No. 3.—Ditto, ditto, in mahogany, French 
lock and key Hee ay Ak se tole 


STUDENTS’ CHEMICAL CABINETS 


REGISTERED DESIGN, No. 1081. 


STATHAW’S HYDRO-PNEUMATIC APPARATUS, 


Comprising, in one piece of Apparatus, a Pneumatic Trough, a 
Gasometer, and an Hydraulic Blow-pipe. 
Price £2. 2s. and £3, 3s. 
Or, with a select Cabinet of Chemical Tests, Re-agents, &c., and a 
very numerous assortmont of useful Apparatus (comprising nearly 


200 articles), forming — 


STATHAM’S ECONOMIC LABORATORY, 


OR, 
LECTURERS’ AND STUDENTS’ CHEMICAL VADE=MECUM. 
Price £5. 5s, and £10, 10s. . 

The completeness and portability of the “ Economic LABoRATORY”’ 
renders it peculiarly available to Lecturers in general, Class Instruc- 
tion in Schools, Mechanics’ and Scientific Institutions, and others 
interested in Chemical Pursuits, and it will be found an useful com- 
panion to the various works on Chemistry, with any of which, and a 
common fire-place, nearly all the usual Chemical Experiments may 
be performed. For detailed particulars of contents, &c. of the above 
Cabinets, see the end of 


“STATHAM’S FIRST STEPS IN CHEMISTRY;” 


A series of 150 select and amusing Chemical Experiments; which 

may be performed with security by youth of both sexes. Intended 

as @ companion to the ‘‘ Youths’ Chemical Cabinet.’’ - Price 6d. 
ANALYTICAL CHESTS, 

AND EVERY DESCRIPTION OF CHEMICAL APPARATUS AND PREPARATIONS . 
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PANTOSCOPIC SPECTACLES. 





LETTERS 
PATENT. 


PRICES OF THE PATENT PANTOSCOPIC SPECTACLES. 


CORRECTLY ADJUSTED TO THE EYE BY SMEE § OPTOMETER, 


Best Gold Frames and Pebbles, with Turnpin sides 

Ditto ditto Single sides.. 
Best Silver Frames and Pebbles, with Turnpin sides i 

Ditto ditto ‘Single sides 

Best Blue Steel Frames and Pebbles, Turnpin sides : 
Ditto ditto Single sides di 

Best Blue Steel Frames and Best Glasses, Turnpin sides .. 
Ditto ditto Single sides 

Good Blue Steel Frames and Best Glasses, Turnpin sides .. 
Ditto ditto Single sides .. 

Tortoiseshell Frames and Best Glasses, Turnpin sides .. 
Ditto ditto Single sides 

Horn Frames with Best Glasses, Single sides Gs 


Cataract Spectacles. 


Eye-Preservers of various kinds, from 7s. 6d. to £3. 3s. 
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Folding Hand-Spectacles and Eye-Glasses to suspend round the neck, 
in Tortoiseshell, Blue Steel, Silver, or Fine Gold, from 6s. to 


£4, 4s. 


Single Eye-Glasses in Horn, Shell, Blue Steel, Silver, or Fine Gold, 


from 2s. to £3. 3s. 


Reading-Glasses, in a great variety of Mountings, from 5s. to £2, 2s. 


OPERA-GLASSES. 
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FOR 
ADMINISTERING MEDICAL GALVANISM. 
MANUFACTURED BY 
HORNE, THORNTHWAITE, AND WOOD, 
| 121 & 123, NEWGATE-STREET, LONDON, 


Price in Mahogany Case, complete, with directions, 
£3. 3s., £5. 5s., and £8. 8s. 





THE great superiority of these machines over others previously 
made, consists in the current of eleetricity passing uniformly in one 
direction, as shown by the arrows in the above diagram. They will 
be found of the greatest ad vantage in Liver and Nervous Complaints, 
Rheumatism, Sciatica, Tic Doloureux, Paralysis, and a variety of 
diseases arising from an imperfect action of the secretions. 


See ‘* Guide to the Correct Administration of Medieal 


Galvanism,”’ 
by J. H. Horne, Surgeon, &c., price 2s. ; by post, 2s. 6d. 








CATALOGUE 


Or 


ELECTROTYPE APPARATUS AND MATERIALS, 


MANUFACTURED AND SOLD, WHOLESALE AND RETAIL, BY 


HORNE, THORNTHWAITE, AND Woop, 


121 & 128, NEWGATE STREET, LONDON. 





Electrotype Apparatus for making small medals, consisting 
of a porcelain jar, porous pot, sreanmered zine plate, 
and connections wa ie sel: es. Gd. te 

Electrotype Apparatus, dateting of aSmee’s Battery, and 
Precipitating Trough for making electrotype copies of 
plaster casts, &c., if the sizeof 7 in. by 3in. downwards 

Ditto ditto, 8 in. by Gin. .. ee 
Ditto ditto, 10 in. by 8 in. 
Larger sizes to order. 
Hlectro-Gilding and Silyering Apparatus, complete, ex- 
clusive of materials, from £1. 1s., upwards. 
Porous Tubes, fu! sizes, from 44., upwards,. 


£0 10 


Cw 


ww co 


Moulds of Gutta Percha, Fusible Metal, &c., a great variety. 


SMEE’S BATTERIES : 
No. 1 


No, 2 

No. 3 ; A me Ba 

Very superior Black re (Plumage) ee per box 

Sulphate Copper ob ae ». per lb. 
Muriate Ammonia 

White or Virgin Wax 

Stearine 

Metal for Clichee Moulds A: ae es Pom 

Cyanide Potassium =, i +s > ) sia: 

Gold :— Wire and plate i és es hy 

Prepared Oxide, in bottles, peer Aa 3s. 6d. 

Solution, ready for use oe per pint 

Silver :— Wire or plate. . 3 oe 3 ee 

Prepared Oxide, in bottles, eck a 3s.. 6d. 

Solution, ready for use oS per pint 

Solution of Phosphorus in Sulphuret of Carbon per oz, 

Platinised Silver for Smee’s Batteries Se Re 


Gutta Percha prepared expressly for taking moulds from 
Plaster Casts if 7 Das as per lb. 
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FOR EXHIBITING 
ASTRONOMICAL DIAGRAMS, COMIC SUBJECTS, 
FIGURES OF NATURAL HISTORY, 
PORTRAITS OF CELEBRATED INDIVIDUALS, 
COSTUMES OF DIFFERENT NATIONS, AND VARIOUS OTHER OBJECTS, 
IN A PLEASING AND FAMILIAR MANNER. 


£ 3s. 

No. 1 Lantern, with twelve 6-in. comic sliders «- a we 
No. 2, J twelve 8-in. sliders .. is i 9 
No. 3, > twelve 10-in. sliders .. ve cone. 2 
No. 4, es twelve 12-in. sliders -- 5 Siete Ge 
No. 5, Hs twelve 14-in. sliders .. ae <5 «AO 
No. 6, 9 twelve 17-in. sliders .. ow inf 8340 

Common Dutch lanters, with 1 dozen slides, 33. 6d., 
5s. 6d., 7s. 6d., and .. Su oa ‘ Se oOine®. 


Horne and Co.’s improved Lantern, with Micros- 
cope attached, for showing water-insects, feathers, 
leaves, sea weed, &c., complete, with two con- 
densing lenses mounted in brass cells, sliding brass 
cells, sliding brass adjusting tube, brass front, 
argand lamp, &c., capable of showing a clear disk 
of light, about 10-ft. in diameter, microscopic 
objects, and water-trough, packed in case.. “i Bae 
Ditto, ditto, without microscope and objects, £3. 3s. and 3 10 
Ditto, ditto, larger size se oe .. £5. ds. and 6 10 


HORNE, THORNTHWAITE, AND WOOD, 
121 and 123, NEWGATE STREET, LONDON. 
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WORKS PUBLISHED AND SOLD BY poe 


HORNE, THORNTHWAITE, AND WOOD, 
OPTICAL, CHEMICAL, AND PHILOSOPHICAL INSTRUMENT MAKERS, dd. 
123, NEWGATE-STREET, LONDON. 


Third Edition. Price 2s. 6d. ; by post, 3s. : 
HORNE, THORNTHWAITE, AND WOOD’S Illustrated and ° 
Descriptive Catalogue of Chemicals and Apparatus required for the 
Elucidation of the Chief Branches of Natural Philosophy, com- 
prehending Chemistry, Meteorology, Heat, Electricity, Magnetism, 
Galvanism, Hlectro-Magnetism, Hlectro-Metallurgy, Pneumatics, 
Hydrostatics, Hydraulics, Optics, Mathematical, Surveying, and 
Astronomical Instruments, &c., containing upwards of 
FIVE HUNDRED ENGRAVINGS ON WOOD. _ 





In 64 pages, Price 1s.; by post, ls. 6d. 
ILLUSTRATED BY A ZINC PLATE AND NUMEROUS WOOD-CUTS. 


Dedicated, by Permission, to 
Sir Js F. Ww. HERSCHEL, Bart., GES M.A., D.C.I.., F.BRS.; P.R., &e., &e., 


VISION 
IN HEALTH AND DISEASE: 


THE VALUE OF GLASSES FOR ITS RESTORATION, AND 
THE MISCHIEF CAUSED BY THEIR ABUSE: 
BEING THE SUBSTANCE OF 
LECTURES DELIVERED AT THE CENTRAL LONDON 
OPHTHALMIC HOSPITAL 


BY ALFRED SMEE, F.R.S., 


SURGEON TO THE BANK OF ENGLAND, &0., &c. 


Containing a description of Smee’s Optometer, for adapting optical con- 
" trivances for all diseased conditions of Vision. 





- Those of the public who are afflicted with imperfect vision, would find many valu- 
able hints in this work, and would, we think, realise a saving both in person and 
pocket by avoiding the empiricism which the trade of an optician is open to, by 
taking as a guide Mr. S8mee’s rules in the selection of glasses to suit their vision. 
—Bridgewater Times. 


JUST PUBLISHED, PRICE Is.; BY POST, Is. 6d. 


A LECTURE ON ELECTRO-METALLURGY 
DELIVERED AT THE BANK OF ENGLAND BY 
ALFRED SMEE,F.RS. = 
Containing the Theory of the Deposition of Metals by Electricity, and 
z 


— 


the Practise of Electrotype, Electroplating, Gill i g, &e., &e. 


